Notice No. 1 


Rules and Regulations for the 
Classification of Linkspans, 
July 2015 


The status of this Rule set is amended as shown and is now to be read in conjunction with this and prior 
Notices. Any corrigenda included in the Notice are effective immediately. 


Issue date: December 2015 


Amendments to Effective date 


Part 1, Chapter 1, Section 4 1 January 2016 
Part 1, Chapter 3, Section 3 1 January 2016 


Lloyd's Working together 
Register for a safer world 


Part 1, Chapter 1 


General Regulations 


Effective date 1 January 2016 


E Section 4 
Naval Ship Technical Committee 


4.6 The function of the Naval Ship Technical Committee is to consider technical issues connected with Naval Ship matters and to 
approve proposals for new Naval Ship Rules, or amendments to existing Naval Ship Rules. Where appropriate, Naval Ship Technical 
Committee may also recognise alternative LR Rule requirements that have been approved by the other Lloyd’s Register Technical 
Committee as adjunct to the Naval Ship Rules. 


Part 1, Chapter 3 


Periodical Survey Regulations 


Effective date 1 January 2016 


a Section 3 
Docking Surveys and In-water Surveys - Structural and machinery requirements 


3.3 In-water Surveys 


3.3.4 PRANG AREN ae ENEY OPE NERS AS O DE ANIER tas UM Rate Wahi, Pee ieaiage te ie LE A 

3 aintained te the satisfaction of LR’s Surveyors. The In-water Survey is 
to be carried out re a qualified diver SEn by a firm approved by LR. In addition, for certain aspects of the In-water Survey, 
consideration may be given to the use of a Remotely Operated Vehicle (ROV) operated by the LR approved firm. 
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